ROTHERHAM UNITED FOOTBALL CLUB 
COUNTY CUP COMPETITION — SEMI-FINAL TIE 


Rotherham United 

V 

Sheffield Wednesday 

MONDAY, 6th MAY, 1974 
Kick-off 7.15 p.m. 


The teams are as follows: 


Rotherham United 

Sheffield Wednesday 

TUNKS 

SPRINGETT 

DERRETT 

CAMERON 

BRECKIN 

SHAW 

LENG 

MULLEN 

DELGADO 

HOLSGROVE 

SWIFT 

EUSTACE 

PHILLIPS 

POTTS 

WIGG 

SUNLEY 

WOODALL 

JOICEY 

WOMBLE 

CRAIG 

CRAWFORD 

PRUDHAM 


Officials 

Referee: L. HAYES, Doncaster 
Linesmen: 

G. MARTIN, Barnsley T. MILLS, Barnsley 


Programme — Price 2p 






